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February 21, 1956 


Dear George: 


Approval is requested for the following purchase order 
to be issued\on a fixed-price basis for System Two 
of Contract A-1OL: 


This purchase order has been placed on the basis of 
the lowest price available with due regard for quality 
and ability to perform contract. 


Requisition Purchase 


Vendor No. Order No. Amount 
There is no known substitute for the[ | diode manufactured 25X1A 


by this company. 


: Sincerely, 


ht- 


Bob 
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